Corpus  Christi  Cathedral,  Diocesan  scat  of  the 
Korean  Catholic  Bishop,  is  a  beautiful  structure  that 
overlooks  Downtown  Corpus  Christi,  Texas  from  high 
on  a  Bluff. 
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